V.  F.  59     WASHINGTON  MEMORIAL  CHAPEL,  VALLEY  FORGE,  PA. 


FOUNDED  BY  THE  REV.  W.  HERBERT  BURK,  D.  D. 


VALLEY  FORGE  is  fifteen  miles  outside  of  Phila- 
delphia and  is  one  of  America's  Patriotic  Shrines. 
Here  Washington  encamped  during  the  winter  of 
1  777-  1  778  with  the  Continental  troops. 


I  POST  CARD 
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